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PHILIP MORRIS 

U.S.A. 

RESEARCH CENTER: 615 MAlfHY STREET, RICHMOND, VIRGINIA 23224 TELEPHONE (804) 274-2000 


August 5, 2002 


VIA OVERNIGHT DELIVERY 


Ms. Ortrun Presting 
Project Manager 
PAR EXEL-B a 1 ti more 
Harbor Hospital Center, 7 lh Floor 
3001 South Hanover Street 
Baltimore, MD 21225 

Re: Signature Page from Protocol to Philip Morris USA Project EHCJLI/03/02 

Dear Ms. Presting: 


Enclosed for your execution are two originals of the signature page from the 
Protocol to the above referenced study. Dr. Hans-Juergen Roethig has signed them on 
behalf of the Sponsor. Please have Dr. Stock sign on behalf of PAREXEL and return one 
complete original to my attention. 

If you have any questions, please feel free to contact me at 804-274-3906. 

Sincerely yours, 

A- 

Valerie A. King 
Clinical Operations Manager 
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Source: https://www.industrydocuments.ucsf.edu/docs/qlmx0001 



